Solasfera cut Princess Cut Diamond Versus FireMark Princess Cut Diamond 



Solasfera Princess Cut 


FireMark Princess Cut 


GIAorlGICert 
No GCAL 

VG to Good norm on Symmetry 
VG to Good norm on Polish 
75% norm for Total Depth 
55-58% Table norm (small) 
Single Crown 

NO measurement norm of light return 


GIA Cert 

GCAL cert measuring light return = 98% to 100% 

Excellent Symmetry only 

Excellent Polish only 

70.9% Total Depth maximum 

65% Table for better footprint of Sparkle norm 

Double Crown 

GCAL measured light return at 98 to 100% 


If you are buying a diamond you want to have a GIA cert. 
Rev. Peter-John Parisis, Graduate Gemologist 

*This was an email from research I sent to my client who is an Engineer. June 24, 2014 


